UNCLASSIFIED 
February 1960 Radio-Auxiliary 


TELEGRAPH-CODE TAPE RECORDER RO-98/U 


ELECTRICAL AND MECHANICAL CHARACTERISTICS 


POWER REQUIREMENTS: 10 W, 115 to 120 v, 50 
or 60 cy, 1] ph. 

TONE OUTPUT: 1,000 cps. 

VOLTAGE KEYING: -40 y. 


MANUFACTURER'S OR CONTRACTOR'S DATA 
Whiteford Laboratory, Lynn Massachusetts. 


Contract NObsr-75289, dated 12 May 
1958. 


Lelegraph-Code Tape Recorder RO-98/U 


TUBE AND/OR CRYSTAL COMPLEMENT 
FUNCTIONAL DESCRIPTION No Electron Tubes or Crystals used. 


Telegraph-Code Tape Recorder RO-98/U is a 
unit designed especially for the purpose of 
producing code characters on paper tape when NAVSHIPS 93394: Technical Manual for Tele- 
connected to the output of any receiver hav- graph-Code Tape Recorder RO-98/U. 
ing @ tone output of 1,000 eps. 

No field changes in effect at time of 
preparation (2 September 1959). 


REFERENCE DATA AND LITERATURE 


TYPE CLASSIFICATION (NAVY) 


DESIGN COGNIZANCE USN, BUSHIPS 


PROCUREMENT COGNIZANCE 
RELATION TO OTHER EQUIPMENT 
STOCK NO. 


This equipment is identical to Whiteford R.D.B. IDENT. NO. 
Laboratory Model WL-3. 


SHIPPING DATA 


Telegraph-Code Tape Recorder RO-98/U E 10 X 20 X 22 


EQUIPMENT SUPPLIED DATA 


QUANTITY OVERALL DIMENSIONS WEIGHT 
PER NAME AND NOMENCLATURE inches) (be) 
{inches} {tbs} 


EQUIPT 


Telegraph-Code Tape Recorder R0-98/U §-3/4 X 17 X 19 


UNCLASSIFIED 1.2 RO-98/U; 1 


UNCLASSIFIED 
June 1961 


Radio-Auxiliary 


TELEGRAPH-CODE TAPE RECORDER RO-98A/U 


felegraph-Code fape Recorder RO-984/U 


‘FUNCTIONAL DESCRIPTION 


Telegraph-Code Tape Recorder RO-98A/U is 
a unit designed especially for the purpose 
of producing code characters on paper tape 
when connected to the output of any receiver 
having a tone output of 1,000 cps. 

No field changes in effect at time of 
preparation (10 January 1961). 


ELECTRICAL AND MECHANICAL CHARACTERISTICS 


POWER REQUIREMENTS: 115 v, 60 cyc, single 
ph, 20 W. 

TONE OUTPUT: 1,000 cps. 

VOLTAGE KEYING: M40 y. 

MANUFACTURER'S OR CONTRACTOR'S DATA 


Whiteford Laboratory, Lynn, Mass. 


UNCLASSIFIED 


Mode! no. WL-3 modified. 
Contract NObsr-75289, dated 12 May 1958. 
Approximate unit cost $11,936.62. 


TUBE AND/OR CRYSTAL COMPLEMENT 


No Electron Tubes or Crystals used. 


REFERENCE DATA AND LITERATURE 


NAVSHIPS 93400: Preliminary Data Sheet for 
Recorder, Telegraph Code, Tape RO-98A/U, 


TYPE CLASSIFICATION (NAVY) 
DESIGN COGNIZANCE USN, BUSHIPS 


PROCUREMENT COGNIZANCE 
STOCK NO. 


1.2 RO-984/0; 1 


UNCLASSIFIED 


Radio-Auxiliary June 1961 


RO-98A/U TELEGRAPH-CODE TAPE RECORDER 


I 
SHIPPING DATA 


Telegraph-Code Tape Recorder RO-98A/U 


EQUIPMENT SUPPLIED DATA 


WHOHT 
(ibs.) 


5-3/4 x 17 x 19 


Telegraph-Code Tape Recorder RO-98A/U 


UNCLASSIFIED 


1.2 RO-9RA/U: 9 


